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FOLLOWING REPEAT MUNICH 2681 ACTION SECSTATE INFO BONN 1 1 DEC 75 
QUOTE 

IMITED OFFICIAL USE MUNICH 2681 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: SECURITY PROTECTION AFFORDED PUBLIC ACCESS AREAS 
AT OVERSEAS POSTS 

REF: STATE 271528 AND BONN 17210 

THE REQUIREMENTS FOR THIS POST LISTED IN BONN 17210 ARE 
ARRANGED BELOW IN ORDER OF NEED/COST PRIORITY: 

1. ALARM SYSTEM CONNECTION TO DISPATCHER. 

APPROX. COST: $90.00. 

2. BULLET PROOF MARINE/RECEPTIONIST ENCLOSURE: 

MODIFICATION FOR INSTALLATION AND AIR-CONDITIONER 
APPROX. COST: $9,480.00. 
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3. ENCLOSED STAIRCASE TO UPPER FLOORS WITH LEXAN LOBBY 
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PARTITION FOR CONTROL OF ENTRANCE TO STAIRWELL ELEVATOR 
AND GROUND FLOOR OFFICES. 

APPROX. COST: $18,700.00. 

4. LEXAN GLAZING DISPATCHER OFFICE. 

APPROX. COST: $3,600. 

5. BULLET PROOF REAR ENTRANCE DOOR AND REAR MSG CONTROL 
OFFICE. 

APPROX. COST: $18,300. 

6. WINDOW-MESHING GROUND AND FIRST FLOORS. 

APPROX. COST: $3,550. 

7. THIRD FLOOR STAIRWELL PARTITION -LEXAN 
APPROX. COST: $4,500. 

8. PERIMETER FENCING. 

APPROX. COST: $70,100. 

9. GROUND FLOOR RENOVATION WALLS AND PARTITIONS WITH 
LEXAN SERVICE WINDOW, CONSULAR VISA SECTION. 

APPROX. COST: $29,490. 

10. CCTV (3DAY/NIGHT UNITS) 

APPROX. COST: $20,000. 

1 1 . ADDITIONAL SECURITY LIGHTING. 

APPROX. COST: $2,600. 

12. LEXAN CONGEN OFFICE - THIRD FLOOR. 

APPROX. COST: $13,320. 

13. DRAPES FOR GROUND FLOOR VULNERABLE WINDOWNS (MYLAR 
CANNOT BE INSTALLED ON THESE THERMOPANE WINDOWNS) TO 
PREVENT POSSIBLE INJURY FROM SHATTERING GLASS. 

APPROX. COST: $14,392.50. 

14. BLOCKING OF AREA BETWEEN ANNEX ROOF AND MAIN BLDG. 
APPROX. COST: $1,900. 

LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 03 STATE 301463 


15. WIRE MESH SKYLIGHT OF GARAGE BLDG. 

APPROX. COST: $1,400. 

THIS ORDER OF PRIORITIES IS THE POST'S OPINION AND WAS 

NOT CLEARED WITH RSO BONN, WHO MAY WISH TO COMMENT ON IT. 

SPIVACK 
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